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Spare motor 
Spare buss fuses 
Spare relays 

Spare laaips for data recording 
ULS-2 

Spatre magazine check tool 
Excess adjusting screw off of lens mount 
^are springs for camera shutter 
Spare shutter bimipers (rubber) 

Spare screws and washers 

Pad lens tissue 

20 feet spare wire 

10 feet electricians tape 

Pocket screwdriver 

Long nose wire cutting pliers 

Kodak Cine Ektar lens 63mm ^0201 

Kodak Cine Ektar lens 102 ram ^0582 

Kodak Cine Ektar lens 1^2mm ^R0494 

ULS ^ spare circuit board 

1000 foot magazines 

20 foot camera to batter y cable 


STAT 


STAT 
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Case ^ and Canvas Cover 


Ifoit 


NOTE; 


Lenses 


Adon 2h inch focal length F 4.5 lens 
Bausch and Lonib 20 inch focal length 
Carl Zeiss Jena 70 cm focal length F 
Filter holder for 24 inch lens 
Filter holder for 20 inch lens 
Filter holder for 70 cm lens 
Plain filters 24 inch lens/one is 
Plain filters 20 inch lens/one is 
Plain filters 70 cm lens/one is a spare 
Yellow filter 24 inch lens 
Yellow filter 20 inch lens 
Yellow filter 70 cm lens 


F 5.6 #VF 1866 lens 
5 #304072 lens 


a spare 
a spare 


The plain filters are for the protection of lens against 
grit, dust, etc. Do not use plain filter when using 
yellow filter. 
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Beise plate with hardwaxe 6 

Camera proper with data recording heewi attached " / V) 

Time delay relay, inter connectiiag cables and connectors 

ULS-2 1 STAT 

Reflex housing 

Lens support frame assembly 

Lens support guide rails > • - ^ ^ ^ . i 

I battery charger with leads ^ C. 2. /c ySTAT 

Instruction manual ' ^ 

extra take up film spools 
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Power supply with 15 feet of electric cable and connectors 
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Case Fiber 
tftiit 

1 Hercules heavy duty tripod /^V (-fBt/? <!/?>£ 
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